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INEO OCT-OI EA-IO ISO-00 FBOE-00 OC-06 CCO-00 /022 W 

077683 I80653Z/2I 

R 180222Z AUG 77 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 3850 
INEO AMEMBASSY CANBERRA 
AMCONSUL HONG KONG 

CONEIDENTIAL WELLINGTON 03639 

DEPARTMENT EOR SY/OPS/T, CANBERRA FOR TSO FILES, HONG KONG 
EOR RTC 

E.O. II652: GDS 
TAGS: ASEC 

SUBJECT: NOB WELLINGTON - CCC ALARM 

1 . TSO'S HIMMELBERGER AND CAMP NOW EXPECT TO COMPLETE 
SECURITY INSTALLATIONS AND DEPART WELLINGTON APPROXIMATELY 
26 AUGUST. AS TSO HIMMELBERGER WILL NOT RETURN TO 
WELLINGTON UNTIL THE ACR INSTALLATION, REQUEST SY/OPS/T 
EXPEDITE APPROVAL CCC ALARM INSTALLATION AS DETAILED IN 

TSO CANBERRA TSR OF 9 JUNE 1977. IE THERE ARE CHANGES 
REQUIRED TO MEET APPROVAL, REQUEST THESE BE FORWARDED 
TELEGRAPHICALLY. 

2. IF TOTAL CCC APPROVAL CANNOT BE OBTAINED IN ABOVE TIME 
ERAME, SUGGEST C&R AREA INSTALLATION BE APPROVED AT THIS 
TIME IN ORDER TO TAKE ADVANTAGE OE CURRENTLY ON-SITE TSO 
MANPOWER. 

3. AS PREVIOUSLY INSTALLED TEMPORARY ALARM SYSTEM 
(CONEIGURED SIMILAR TO TSR) DOES NOT MEET DTS STANDARDS, 

IS IT, THEREEORE, REQUIRED TO DISCONNECT SYSTEM EROM CCC 
AREA IE APPROVAL EOR PERMANENT INSTALLATION IS NOT 
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